Certification 


I declare to the best of my knowledge and belief that the attached documents) are tme 
electronic copies of the executed collective negotiations agreements). 
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Title Executive Director 


Linden Roselle sewerage Aulhwiity 
Employee Hired On or After December 31 , 1997 


SCHEDULE B-l 



2004 

Salary 

3.50% 

Inc'sass 

2005 

Salary 

Hourty 

Rate 

2006 

Salary 

3.50% 

increase 

2006 

Salary 

Hourly 

Rata 

2006 

Salary 

3.50% 

Increase 

2007 

Salary 

Hourly 

Rale 

_ Monilortrtq _ __ 

Ut> Technician 

1st Class 

$47,019 

$1,345,37 

$43,655 

$23.3963 

$46,665 

$1,703.25 

$50,300 

$34,2154 

$50,366 

$1,76260 

152,131 

326.0529 

2nd Cass 

544,506 

11,561:20 

$46,169 

$22-1963 

$46,169 

$1,615.92 

$47,705 

$22.9737 

$47,705 

$1,672.46 

$49,453 

$23-7777 

3rd Class 

$42,197 

$1,476.90 

343,674 

320.9971 

$43J574 

$1,523.50 

$45,202 

$21.7320 

$4 5,202 

$1,102.09 

$45,705 

$22.4925 

4Eh Class 

$39,705 

$1,392.46 

$41,177 

$19.7969 

$41,177 

$1,441,21 

$42,019 

$20.4690 

$42,619 

$1,491.65 

$44,110 

$21.2069 

5th Gloss 

$17,374 

$1,306.09 

393,6S2 

$16.5972 

$35,632 

$1,353.07 

$40,036 

$19,2401 

$40,036 

$1,401.26 

$41,437 

$19.9217 

Sampling Technician 

Is! Class 

342,197 

$1,476.90 

543,674 

$20.9971 

$40,674 

$1,523.50 

$45,202 

321,7320 

$45,202 

$1,502.09 

$46,705 

$22.4926 

2nd Glass 

$30,705 

$1,392-4$ 

$41,177 

$19.7969 

$41,177 

$1,441.21 

$42,619 

$20.4096 

$42,619 

$1,491.65 

$44,110 

$21.2069 

3rd Class 

337,374 

$1,306.09 

333,032 

$16,5972 

$36,602 

$1,353.37 

$40,036 

$19.2401 

$43,036 

11,401,26 

$41,437 

$19.9217 

4sh Class 

$34,963 

$1,223-71 

$33,1$7 

$17.3975 

$35,137 

$1,255.53 

$37,453 

$10.0064 

$37,453 

$1,310.66 

$36,764 

$10.5366 

5th Class 

332.551 

$1,139 .29 

333,690 

$16.1973 

$33j699 

$1,179.16 

$34,009 

116.7642 

$34,369 

11,220.43 

$35,090 

$17.3509 

Jr. Monitoring Assistant 

1st C'ass 

$34,953 

$1,223.71 

$36,167 

$17.3975 

$30,137 

$1,266.53 

$37,451 

$10.0^4 

$37,453 

$1,310.68 

$36,764 

$16.5366 

2nd Class 

$32,551 

$1,139-29 

$33,690 

$16.1973 

$33,590 

$1,179.16 

$34,069 

$16.7642 

$34,069 

$1,22043 

$35,090 

$17,3509 

3rd Casa 

$30,141 

$1,054.94 

$31,196 

$14.9960 

$31,190 

$1,001.96 

$32,284 

$10.5230 

$32,206 

$1,13007 

$33,410 

$16.0663 

4di Class 

327,720 

$970.52 

$26,700 

$13,7973 

$20,700 

$1,004.46 

$29,704 

$14,2805 

$29,704 

$1,039.64 

$30,744 

$14.7606 

S'h Class 

$25,313 

$356-13 

326.204 

$12:5901 

$25,204 

$017,14 

$27,121 

$13.0391 

$77,121 

$949,24 

$20,071 

$13.4954 

Operations 

1st Class 

$41,594 

$1,455.79 

$43,050 

$20 5970 

$40,050 

$1,506.74 

$44,057 

$21,4214 

$44,557 

$1,559.46 

$46,116 

$22.1712 

2nd Class 

$39,132 

$1,37137 

340.553 

$19.4960 

$40,553 

$1,419.37 

$41,973 

$20.1792 

$41,973 

$1,469.05 

$43,442 

$26.&055 

3rd Class 

333.771 

$1,260 90 

$33,053 

$10.2970 

$36,056 

$1,332.03 

$39,390 

$10.9375 

$39,390 

$1,375.65 

$40,759 

$19.6003 

4Eh Class 

$34,333 

$1,201.76 

$15,536 

$17.0655 

$35,510 

$1,243.62 

$30,702 

$17,0335 

$56,702 

$1,267.36 

$36,069 

$10.3024 

5th Class 

331.949 

$1,11BJ22 

$33,007 

$15.6975 

$33,057 

$1,157.35 

$34,225 

$16.4541 

$34,225 

$1,197.06 

$36,422 

$17.0300 
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linden ftoseie Sewerage Authority 

Employee Hired Prior to December 31, 1997 

2004 3,50% 

Salary increase 

ZD05 

Salary 

Hcuriy 

Rate 

SCHEDULE A-: 

2005 3,50% 

Salary Increase 

L 

2006 

Salary 

Hourly 

Rate 

2006 

Salary 

3.00% 

Increase 

2007 

Salary 

Hourly 

Rate 

Mcnitorinp 

Lab Technician 

1st Class 

$50^92 

$1,734.72 

$52,777 

$25.3735 

$52,777 

$1,547.10 

$54,624 

$26.2615 

$54,024 

$1,911-84 

$55,538 

$27,1006 

Zrid Ciy SS 

$40,477 

$1,696.70 

$50,174 

$24.1520 

$50,174 

$1.76606 

$51,930 

324.9662 

55 T,930 

$1,817.54 

$53,747 

$25.6401 

3rd Cfass 

$43,614 

$1,53040 

$45,140 

$21,7022 

$45,149 

$1,579.92 

546,720 

J22.4617 

$46,720 

$1,635.21 

$40,355 

$23.2479 

4th Class 

541,095 

$1,436.33 

$42,533 

$20.4467 

$42,533 

$1,466.67 

$44,022 

$21.1644 

$44,023 

$1,540.77 

545,503 

$21.9052 

5th Class 

$38,574 

$1,350.09 

$30,924 

$19-1043 

$39,924 

$1^9734 

$41,321 

$19.0661 

$41,3211 

$1,448.25 

$42,768 

$20.5614 

Sampling Technician 

1st Class 

$45,807 

$1,803.25 

$47,410 

$22.7933 

$47,410 

$1,65936 

$49,070 

$235912 

$49,070 

$1,717 M 

$30,787 

$24.4168 

2nd Class 

543,156 

$1,510.46 

$44,666 

$21.4740 

$44,366 

$1,56333 

$40,239 

522.2259 

$40,230 

$1,616.04 

$47,048 

$23,0038 

3rd Class 

$39,794 

$1,392.79 

$41,107 

$13.3013 

$41,167 

$1,441.54 

$42020 

$20,4944 

$42,626 

$1,491.00 

$44,120 

$21-2117 

4th Class 

$37,143 

$1,300.01 

$36,443 

$10.4622 

$30,443 

$1,345.51 

$39,709 

519.1291 

539,789 

$1,392.60 

$41,101 

$19.7508 

5th Class 

$34,463 

$1,206.91 

$35,690 

$17.1566 

$35,690 

$1,249.15 

$36,939 

$17,7502 

$36,939 

$1,292.87 

$38,232 

$16.3807 

Jr. Monitoring Assistant 

1 st Class 

$40,523 

$1,41631 

$41,941 

$20.1640 

$41,94 T 

$ 1.407.95 

$43,403 

£20.8696 

$43,400 

$1,519.32 

$44,929 

$21.6003 

2nd Class 

$39,779 

$1,357.57 

$40,136 

$19.2963 

$40,136 

$1,404.77 

541,541 

$19.9717 

541,541 

$1,453.34 

$42,995 

$20.6797 

3rd CtasB 

$37,040 

$1,296.40 

333,330 

$10.4310 

$30,336 

$1,341.77 

$39,670 

$19.0700 

$39,676 

$1,386.74 

341,807 

$19.7437 

4th Class 

$35,290 

$1,235-43 

$36,633 

S17.C0-' 

$30,533 

$1,270,57 

$37,612 

$16.1769 

537,812 

$1,323,42 

$39,138 

$10.5152 

3th Class 

$33,560 

$1,174.60 

534,735 

51 $.6993 

$34,735 

$1,215.71 

$35,950 

$17.2636 

$35,950 

$1,25526 

537,209 

$17.5887 

Operations 

1st &SS3 

$45,607 

$1,003.25 

$47,410 

522.7933 

$47,410 

$1,659.36 

$43,070 

$23.5912 

$49,070 

$1,717.44 

350,787 

$24.4168 

2nd Class 

$43,156 

$1,510-46 

$44,666 

$21.4743 

$44,606 

$1 .$63.33 

$46,230 

$22.2259 

$40,230 

$1,618.04 

$47,848 

$23.0038 

3rd Ctasa 

$39,794 

$1,392.79 

$41,107 

$19.3913. 

$41,107 

$1,441.54 

542.520 

320.4944 

$42,028 

$1,491.99 

$44,120 

$21.2117 

4Bi Class 

$37,143 

$1.30001 

$30,443 

$10-4022 

$36,443 

$1,345.51 

$39,769 

$19.1291 

$39,789 

$1,392,00 

£41,101 

$19,7900 

5th Class 

$34,433 

$1,206,91 

$35j690 

$17.1566 

$35,690 

$1,240.15 

$36,939 

$17.7592 

$36,039 

$1,292,07 

$38,232 

$18.3607 


linden Rosalie Sewerage Authority 
Employs™ Hired On or Alter December 31,1997 



2004 

Salary 

3.50% 

Increase 

2005 

Salary 

Hpufty 

Rate 

_Maintenance_ 

Forman 

1st Class 

S6M87 

$2,152.05 

$63,639 

$30.5957 

2nd Class 

559,070 

$2,067.66 

$61,144 

$29.3960 

3rd Class 

$56,564 

£1,903.24 

$58,647 

$26.1968 

4th Class. 

554,253 

$1,696.36 

$50,182 

$26.9901 

5th Class 

£51.641 

£1,314.44 

£53,655 

$25/969 

Maintenance Mechanic 

isl Class 

$53,000 

$1,077/5 

$55,626 

$26.8950 

2nd Class 

$51,230 

£1.793.33 

$53,031 

$26.4958 

3rd Class 

$40,026 

$1,706.96 

$50,537 

£24,2950 

4th Class 

$46,416 

Si .624.55 

£48j041 

$23.0964 

5 th Class 

$44,005 

$1,540-18 

£43,545 

£21.0957 

Miam. Mechanic Appr. 

i sl Class 

$46,416 

51,624.56 

£48,041 

$23.0904 

2nd Class 

344,005 

51.540.18 

£45,545 

$213967 

3rd Class 

541,594 

$1,455.79 

$43,050 

£20.6970 

4ih Class 

$39,132 

$1,371.37 

£40,553 

£19-4908 

5th Class 

$36,771 

$1,286.99 

$33,038 

£18/971 

Electrician 

1st Crass 

$58,060 

$1,077.75 

$55,523 

$26.0960 

2nd- Class 

$51,235 

$1/93-33 

$53,031 

£25.4953 

3rd Class 

$40,820 

$1,708.98 

$50,537 

£24.2950 

4th Class 

$40,416 

$1,624.56 

£48,041 

£23.0964 

5Bi Class 

$44,005 

$1,549.18 

$45,045 

£21.6967 

Instrum ent Tech. 

1 st Class 

$50,465 

$1,766.26 

552,231 

$25.1112 

2nd Class 

$47,919 

$1,673-07 

$49,493 

523-7946 

3rd Cfass 

$46,160 

$1,581.30 

E43/01 

$22.4614 

4th Class 

$42,539 

3t.itea.fi7 

£44,028 

521-1072 


Lube Specialist 

1 si Class 

$46,410 

$1,024.55 

$43,041 

$23.0964 

2nd Class 

£40,679 

$1,423-77 

$42,103 

$20.2417 

3rd Class 

$41,594 

$1,455.79 

$43,050 

520,6970 

4lh Class 

339,102 

$1/71.37 

540,553 

$19.4968 

5th Class 

$36,771 

31,286.99 

$38,058 

$18.2971 

Skilled Laborer 

1st Class 

$36,771 

£1,260.99 

$3$,osa 

£18.2971 

2nd Class 

£34,361 

$1,202-04 

$35,554 

$17.0979 

3rd Class 

$31,949 

$1,110,22 

$33,007 

$15/977 

Janitor 

1st Class 

$33,154 

$1.160/9 

$34,314 

$16.4973 

2nd Class 

£30,743 

£1.070.01 

$31,819 

$15/976 

3rd Class 

$28,332 

£991.52 

$29,324 

514/979 

Storakeepor 

IstCtaH 

$45,210 

$1,502.35 

$4E,792 

£22.4963 

2nd Class 

$42,799 

$1,497.97 

$44/97 

$21.2906 

3rd Class 

$40,339 

$1,413.62 

£41,003 

$20.0974 

4th Class 

$37,977 

$1,329.20 

$39/06 

$10.8972 

5lii Class 

135/05 

$1,244.81 

£36.611 

$17.6975 


SCHEDULE B-2 


2065 3.50% 2006 Hourly 2005 3/0% 2007 HtHuriy 

Salary Increase Salary_Rate_Salary 3mcraaSB Salary Rale 


563,039 52,227,37 
$01,144 $2,140/3 
£58,647 S2.C52.&5 
$56,152 $1,965:31 
£53,655 $1,877.94 


$5$.52fl $1,943-47 

553,031 $1,556.10 

$50,337 $1,76fi.r0 
$46,041 $1,661.42 

$45,545 


$46,041 $1,661.42 

$45,545 $1,594,06 
$43,050 $1,506.74 
$40,553 £1,419.37 
$56,056 $1,532,03 


$55,528 $1,94347 
$63,031 $1,655-10 
$50,537 $1,7E0.79 
$46,041 $1,66142 

$15,645 $1,504.06 


$52,231 $1/20.09 

$49,493 $1,732.24 
$45,761 $1 J636.6S 

$44,025 $1.54095 


$46,041 $1,661.42 
$42,103 $1473.60 

$43,050 $1,500.74 
$46,553 $1,410.37 

$38,056 $1,332.03 


$36,058 $1,332,03 
$35,564 £1/44.73 
$33j067 $1,157.35 


$34,314 $1,201-00 

$31,619 $1,113.67 

$29,324 $1,020.33 


$40,792 $1,637,73 
544,297 $1,500.39 

$41,003 $1,463.09 
£39.306 $1,375,72 
536,311 $1,266.36 


$65,06$ 

$31.6605 

£53,284 

$30.4249 

£00.700 

$29,1020 

£50,117 

$27.9409 

$55,533 

$26.6907 

$57(471 

£27.8304 

£54,687 

$26.3662 

$52,306 

£25.1470 

$49,722 

$23.9046 

$47,139 

£22.6631 

$49,722 

$23.9046 

$47,139 

£22.6631 

$44,557 

$21-4214 

341,973 

£20.1792 

$39,390 

£18/375 

$57,471 

£27.6904 

354.867 

$26.3662 

$52/06 

£25-1470 

349,722 

£23.9340 

$47,139 

$22.0631 

$54,059 

$25.9901 

$51/25 

£24/274 

$48,396 

$23/662 

$45,569 

$21-9061 


349,722 

£23.9048 

$4-3j57E 

$20.9062 

£44,557 

$21,4214 

$41,973 

320.1792 

$39/90 

£18.9375 

$39/90 

$18.9375 

$30,808 

$17.0963 

$34/20 

$16.4541 


$35/15 

$17.0747 

$32/33 

$15.6330 

$30/50 

$14-5913 

$40,430 

$23/037 

$45,647 

$22.0120 

$43,266 

£20.0006 

$40,682 

$19/560 

£38,099 

$16.3109 


$55,666 52,305-32 
$63,264 $2,214.93 
$50,700- $2,124,50 
$50,117 $2,034.10 
$55,533 $1,943.67 


$57471 $2,01149 
$54,607 $1,921.06 
$52,306 $1/30/0 
$49,722 $1,740.27 
347,130 $1,549.57 


$49,722 51,740.27 
347,139 31,549.07 
544,557 $1.SS9.46 
$41,973 31,409.05 
$39,390 $1/70.05 


$07,471 32,011.49 

354,037 31.021.05 
552.306 51,630.70 
349,722 $1/40.27 
$47,139 $1,649.87 


$54,039 $1,892.06 
$51,225 $1,792.07 
$40,396 51,693:93 
540,309 $1,594.91 


$49,722 $1,740.27 
$46,576 $1,525.17 
$44,557 $1,550.40 
$41,973 $1,469.05 
$39,390 $1,376.65 


$39,390 $1,378.05 
$36,006 $1,280.£9 
$34,225 $1,197.36 


$35,515 $1,243.04 
$32,933 $1,102.04 
$30,300 $1,062.25 


543,430 $1,595.05 
545,647 $1,604.66 
*43.265 SI ,514.30 
$10,662 $1,423.07 
$36,099 $1,333,47 


$55,172 £32.7740 

$65,499 5314397 

$52,024 $30.2040 

$60,161 $23.9169 

$57,477 $27.6332 


$59,483 $23,5975 

$56,000 S 27.3116 
$54,156 525,0272 

$51,462 S 24.7415 
$45/89 523,4553 


$51,462 $24.7415 

$48/89 $£3,4553 

$46,110 $22.1712 

$43,442 $20.0055 

540/69 $19.6003 


559.433 $26.5975 

$55,808 $27,3118 

$54,138 320.0272 

$51,462 524.741S 

£48/89 $23.4553 


$55,951 $26.8997 

£53,018 $25.4093 

530,092 $24.0026 

£47,154 $22.6749 


551 (462 $24,741 S 
$46,102 121.5634 

545,110 $22.1712 

943,442 $20.6655 

S4O/09 $19.0003 


940,769 $19.0003 

533,097 $16.3157 

$36,422 $17.0300 


$30,750 $17.0723 

$34,000 $16.3872 

331,412 $15.1020 


$50,126 S24.0966 

$47,452 $22.0135 

$44,760 $21.5200 

542,106 $20.2402 

539,433 3 IS.9660 



■ 1 


Untfen Rosene Sewerage AutfHsrity S CHEOTTLE A-'2 

Employes Hired Prior to December 31,1307 



2004 

Salary 

$.50% 

increase 

2005 

Salary 

Hourly 

Retd 

2005 

Salary 

3.50% 

Inuraasa 

2006 

Salary 

Hourly 

Rate 

2006 

Salary 

3.50% 

Increase 

2007 

Salary 

Hourly 

Rate 

Maintenance 

Forman" 

1st Class 

165,924 

$2,307,34 

$66231 

532.0033 

968,231 

$2,398,10 

$70,619 

$33.9517 

$70,619 

$2,471 j£0 

$73,091 

£35.1400 

2nd Class 

$53,968 

$2,236.88 

$66207 

S31.0302 

566,207 

$2,317.24 

$68,524 

$32,9443 

$68,524 

$2,398,34 

370,922 

$34.0973 

3AJ Class 

$62,011 

$2,170,3$ 

$64,101 

530.0564 

564,181 

$2,248.35 

$06,420 

$31,9364 

$65,420 

$2,324.97 

368,750 

£33,0542 

Maintenance Mechanic 

1st Class 

$53,150 

$2,035-2$ 

$60,165 

528.9350 

560,185 

$2,106.40 

$62,232 

$29.9479 

362,292 

32,180.21 

364,472 

£30.9961 

2nd Claes 

$55,112 

S1.S29.17 

$57,043 

$27,4270 

557,040 

$1,996.69 

559,045 

$28,3089 

$59,045 

$2,080.57 

561,111 

£29.3005 

3rd Class 

$52,500 

Si.637.50 

$54,338 

526.1236 

554,336 

$1,901.01 

$50,239 

$27.0331 

$56,239 

$1,968.30 

353,330 

£27.0345 

4th Class 

$50,002 

$1,750.07 

$51,752 

$24.9806 

$51,7$2 

$1,811.32 

$53,563 

$25.7516 

$53,563 

$1,074.72 

$55,438 

$28.6529 

Main. Mechanic Appr 

1st Claes 

$50,465 

$1,760.26 

$5-2,231 

$25.1110 

$52,231 

$1,828.09 

$54,069 

$25.9901 

$54,059 

$1,092:08 

356,951 

326.0997 

2nd Class 

$47,313 

$1,673.63 

S49\492 

$23.7941 

$49,492 

$1,732.21 

$51,224 

324,6268 

$81,224 

$1,792.83 

353,017 

$25,4386 

3rd Class 

$45,160 

$1,501.30 

$46,761 

$22.4814 

$40,701 

$1,630.05 

$40,390 

$23.2832 

$48,396 

$1,693-93 

350,092 

£24.0326 

4tft Class 

$42,539 

$1,403.67 

$44,023 

$21,1672 

$44,020 

$1,540.98 

$45360 

321.9081 

$45,580 

$1,594,91 

347,164 

S2Z6749 

Electric Ian 

1 at Claes 

553,150 

$2,035.25 

$60,155 

$20-9350 

$00,105 

$2,100.48 

$62292 

$29.9470 

$62,292 

$2,100.21 

$64,472 

330.9961 

2nd CtaSS 

$55,119 

$1,029.17 

$37,046 

$27.4270 

$57,048 

$1,995.00 

$59,045 

$26.3869 

$59,045 

$2,066,57 

$61,111 

$29.3605 

3rd Class 

552,500 

$1,837.50 

$54,336 

$20.1238 

$54,338 

51.90131 

$53,239 

$27.0301 

$50,239 

$1,960-30 

$55,200 

$27.9645 

4l#i Class 

35M97 

$1,302.40 

$53,299 

$25.6247 

$53,299 

$1,805.48 

$55,165 

$26.5216 

E55.155 

$1,936.77 

$57,006 

$27-4400 

Instrument Tech, 

HI Class 

$50,465 

$1,706.20 

$52,231 

$25-1110 

$62331 

51,828.09 

$54,059 

$25.9901 

$54,059 

$1,092.06 

355,951 

£26,6097 

2nd Class 

$47,318 

$1,673.63 

$49,492 

$23 7941 

$49,492 

$1,732.21 

$51324 

$24.0288 

$51,224 

$1,792.83 

353,017 

$25,4886 

3rcl Class 

$45,160 

$1,561.30 

$46,761 

$22.4814 

$46,701 

$1,630.65 

$48,390 

523.2682 

$40,390 

$1,693.93 

350,092 

£24.0826 

4lh Cisss 

$47,539 

$1,438.67 

$44,026 

$21.1673 

$44,026 

$1340.98 

$46360 

$21.9081 

$45,569 

$1,594.91 

$47,164 

322,0749 

5th Class 













Lube specialist 

1st Class 

$60,465 

$f .706.20 

$53,231 

$25.1110 

$52,231 

$1,828.09 

$54,050 

$25.0001 

$54,059 

$: ,092.00 

355,951 

$26.6997 

2nd Class 

$47,016 

$1,073.63 

$49,432 

$23,7941 

$49,402 

$1,732.21 

$51,224 

S24.52&8 

$51,224 

$1,79243 

353,017 

$25.4886 

3rd Class 

$45,160 

$1,501.30 

546,761 

$22.4814 

$40,701 

$1,630.65 

$40,390 

$23.2682 

$48,398 

$1,693.93 

$50,092 

£24.0326 

41h CtSSS 

$42,539 

$1,400-37 

544,023 

$21.1672 

$44,020 

$1,540.93 

145,569 

* 

521.0081 

$45,369 

$1,594.91 

£47,184 

$22,0740 

Shilled Laborer 

1 st Class 

$40,877 

$1,430.70 

$42,303 

$20.3405 

$42300 

$1,480.77 

$43,760 

$21.0521 

$43,788 

$1,532,60 

$45,321 

£21.7890 

2nd Class 

$33,224 

$1,337.04 

$39,502 

$19.0201 

$39,562 

$1,384.66 

$40,947 

319.0856 

$40,947 

$1,433.13 

$42,380 

320.3740 

3rd 1 Class 

$35,571 

$1,244.99 

$36,816 

$17.7000 

$30,816 

$1,288.56 

$36,105 

$18,3195 

$36,105 

$1,333-06 

339,438 

$18.9607 

Janitor 

1st Class 

$36,807 

$t ,203.25 

S38.095 

$163150 

$36:095 

$1333-33 

$39,429 

$10.9360 

$39,429 

$1,360-00 

$40,809 

$19.6195 

2nd Class 

$34,666 

$12:14.06 

$35,902 

$17:2606 

$35,002 

$1,256.57 

$37,159 

$17.8647 

$37,159 

$1,300.55 

$38,450 

$18.4900 

3rd Class 

$32.91 S 

$1,152.03 

$34, 037 

$163704 

$34,007 

$1,192.35 

$35255 

$10.9516 

$35,250 

$134.08 

$30,493 

£17.5449 

Storekeeper 
tst Class 

$40,595 

$1,735.03 

$51,331 

$24.6703 

$51,331 

$1,796.88 

$53,127 

$25.5420 

$53,127 

$1,859.46 

$64,987 

$26.4360 

2nd Class 

$46,004 

$1,640.94 

$40,625 

$23.3293 

$40,525 

$1,69037 

$50,223 

$24.1458 

$50,223 

$1,757.82 

$51,951 

$24.9909 

3rtf Class 

$44,173 

$1,546.03 

$45,719 

$21-9003 

$45,719 

$1 .GOD.17 

$47313 

$22.7496 

$47,319 

$1 J0SG.17 

$46,975 

$23.6459 

41h Class 

$41,456 

$1,451.03 

$42,909 

$20.6293 

$42,909 

$1,501.82 

$44,411 

321.3514 

$44,411 

$1,554-36 

$45,965 

322.0957 


